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/031 R 

DRAFTED BY A/SY/OPS/T: W GILLIAM: MCE 
APPROVED BY A/SY/OPS/T: D F FISCHER, CHIEF 
A/OC/S: L CORRERI 
DESIRED DISTRIBUTION 
A/OC/S 

060988 052240Z/65 

R 051955Z JUL 77 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI 
INFO AMEMBASSY KABUL 
AMEMBASSY TOKYO 

CONFIDENTIAL STATE 155596 

NEW DELHI AND TOKYO FOR TSO, KABUL FOR RSO 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: COMM CENTER INTRUSION ALARM INSTALLATION 
REF: NEW DELHI 9031 (NOT AL) 

1 . WIRING FROM AV-160 CONTROL UNIT TO TRANSDUCERS MUST BE 
IN CONDUIT OR CABLE DUCT UP TO FALSE CEILING PER DTS 
STANDARD. A/OC DOES NOT WISH TO INTRODUCE CABLE TRAYS. 

A/OC SUPPLIES CONDUIT FOR COMM CENTER INSTALLATIONS. 

2. STANDARDS DO NOT SPECIFY PARTICULAR TYPE DUCT OR CON- 
DUIT BUT UNDERSTAND EMT AVAILABLE ON POST. USING THIS 
EMT WOULD OBVIATE NECESSITY TO SHIP IN ADDITIONAL MATERI- 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 155596 

ALS AND WOULD HAVE ADVANTAGE OF UNIFORM INSTALLATION 
WITHIN COMM CENTER. RECOMMEND USE OF EMT. 

3. CONDUIT FROM CCC TO MSG DESK IS FOR PHYSICAL PROTEC- 
TION. IT IS A STANDARD FEATURE IN NEW CONSTRUCTION. 

RETROFIT INTO EXISTING BUILDINGS IS TREATED ON CASE-BY- 
CASE BASIS. FINAL JUDGEMENT ON WHETHER TO INSTALL RESTS 
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WITH RSO BASED ON CONSIDERATIONS OF DISTANCES AND COSTS 
INVOLVED, AND ADEQUACY OF EXISTING PROTECTION. IN ALMOST 
ALL CASES, TASK CAN BE ACCOMPLISHED BY LOCAL WORKMEN. IF 
CONDUIT IS JUDGED NECESSARY, TSO SURVEY SHOULD INCLUDE 

DETAILS OF INSTALLATION ADEQUATE TO ALLOW POST TO PROCEED 
WITH WORK. 

4. TSO SHOULD REVIEW BILL OF MATERIALS BASED ON ABOVE 
AND RESUBMIT IF NECESSARY. ADVISE. 

5. A/SY HAS NO OBJECTIONS TO TSO CONTRIBUTING TO TCN 
INSTALLATION, NOR TO ATO PERSONNEL ASSISTING IN C&R 
INSTALLATION. HOWEVER TSO MUST INSURE HIS WORK FOR TCU 
HAS EXPLICIT APPROVAL OF ATO. VANCE 
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